October 30, 1991 


Mr. Michael Decter 

Deputy Minister 

Ministry of Health 

10th Floor, Hepburn Block 
80 Grosvenor Street 
Toronto, Ontario, M7A 1R3 


Dear Mr. Decter: 


In October 1989, Dr. Ross Bennett, the Chief Coroner of Ontario, 
wrote to your predecessor in regards to the problem of 
environmental hypersensitivity. A copy of that letter is enclosed 
for your information. 


The Ministry of Health replied at that time and provided 
information as to the actions that were being undertaken by the 
Ministry. I recognize that since 1989 the Ministry has undertaken 
a number of initiatives and would appreciate an update as to 
exactly where this issue currently stands. 


In the 1989 letter, Dr. Bennett pointed out the need to establish 
a clear guideline as to what the various ministries are prepared to 
provide in the way of services and benefits to the people affected 
by these disorders. He further pointed out that once these 
guidelines were established, they should be distributed to health 
care professionals throught the province so that all parties would 
have a clear idea of what services are available. Could the 
information provided please update me as to how this particular 
process is evolving. 


Thank you for your consideration of this matter. 


Yours sincerely, 


James G. Young, M.D. 
Chief Coroner for Ontario. 


